DECONTRULT DIE Ek SErep Ef ea 


Department of State 


ayet 





PAGE @1 BOGOTA G1482 G1i2826Z 1825S ARAL348 
ACTION E8-88 ¢ 


wer ewe eee eee eee eee 


.INFQ FILE-O1 ARA-@6 PRPC-82 DECP-@1 ECP-@1 OAS-@1 FPA-81 
BANO-@2 CO-82 /017 A2 ROD 


Ore ee ewe ee Te ee Ree ee Pee eee ee eee wee Re BE eee eee 


INFO LOG-2¢d COPY-@1 AOS-96 AID~@3 INR-186 55-06 CIAE-80 
OINT-85 OODE-G@G H-@1 NSCE-@88 ARA~O8 NSAE-68 COME-@@ 
.-83 CTME-88 TRSE-@8 PM-18 OPIC-67 CEA-@!1 OmMa-81 
STR-17 INRE-9@ FREB-O3 O£S-99 ACOA-12 USIE-6@ JUSE-8G 
SP-82 OOEE-6S SNP-Gi CEQ~-@1 PRS-@1 os-@t DSE-9S 
SCT-82 E~@1 T-@1 423s w 


meee nner enn 225416 B12144zZ 763 


R @128222 FEB 88 

FM AMEMBASSY BOGOTA 
TO SECSTATE WASHOC 3418 

INFO USCINCSO QUARRY HEIGHTS PN 


RELEASED IN FULL 


LIMITED OFFICIAL USE BOGOTA 41482 


E.O. 12356: DECL: OADR 


TAGS: EPET, PTER, CO 
SUBJECT: CANON-LIMON PIPELINE BLOWN UP -=- AGAIN 


£. OCCIDENTAL REP TOLO ECONOFF THAT THE 

CANON-L TMON-COVENAS PIPELINE HAO AGAIN GEEN SLOWN UP BY 
GUERRILLAS THE MORNING OF SATURDAY, JANUARY 38. THIS 
ATTACK OCCURRED ON THE DOWN SLOPE SINE LEADING TO COVENAS. 


2. REPATRS OF CAMAGE FROM EARLIER ATTACKS HAD GEEN 
COMPLETEO THE DAY BEFORE ANO PUMPING REINITIATEDO. THE 
LINE HAD BEEN FILLED THROUGH PUMP STATION TWO, ROUGHLY 
ONE QUARTER OF THE WAY TO COVENAS. OCCIDENTAL BELIEVES 
THAT REPAIRS OF THE NEWEST OAMAGE WILL SE COMPLETED 8Y 
TUESDAY OR WEONESDAY. WITH PUMPING GEGINNING SHORTLY 
THEREAFTER, THE FIELO REMAINS SHUT SOWN. BEFORE IT CAN 
BEGIN PROOUCING, THE STORAGE TANKS AT THE FIELO WILL 


RAVE TO GE DRAWN DOWN. 


3. OCCIDENTAL REP TOLO ECONOFF THAT OCCIDENTAL SECURITY 
SECTION SAIO THERE WAS GREATER MILITARY ACTIVITY ALONG 
THE PIPELINE. HE NOTEO THAT THERE WAS NO INDICATION 
THAT THE GUERRILLAS WERE UNDER PRESSURE FROM THE 


INCREASEO ACTIVITY. 
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